DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


SECOM-D-114 » Bang 
31 March 1982 


NOTE FOR: Members, DCI Security Committee 
Chairmen, SECOM Subcommittees and Working Groups 


STAT FROM: 
Executive Secretary 


SUBJECT: Move of Chairman and Staff 


We have moved within CIA Headquarters. Our new location is room 7B31.- 
Mail should continue to be addressed to us at room 5E25, CIA Headquarters (the 
location of the IC Staff subregistry which serves us). Our — black line 
STAT phone numbers aref sd We will advise you of our new secure 
line number when it is installed. If you need to talk to us on the secure 
phone before we get our new line, please call us on the black line and ask us 


to call you on your secure line. 
STAT 
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